Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

CONFIDENTIAL 

PAGE 01 FRANKF 02078 131214Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO SYE-00 /018W 

088925 131216Z/17 

PR 131118Z MAR 78 
FM AMCONSUL FRANKFURT 
TO SECSTATE WASHDC PRIORITY 1202 
INFO AMEMBASSY ATHENS 
AMEMBASSY BELGRADE 
AMCONSUL ZAGREB 

CONFIDENTIAL FRANKFURT 2078 

DEPT FOR A/SY/T 

ATHENS FOR OIC/RTC 

BELGRADE FOR RSO 

ZAGREB FOR PSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONER REPAIR ZAGREB 

1 . NEW BLOWER MOTOR FOR ZAGREB ACR AIR-CONDITIONER URGENTLY 
REQUIRED. AIR-CONDITIONER IS A FEDDERS CORPORATION MODEL NO. 

CACO 24A7. MOTOR PART NUMBER IS S194-19-2. REPLACEMENT MOTOR 
SHOULD BE 50HZ. 

2. REQUEST NEW MOTOR BY PURCHASED AND AIR FREIGHTED TO POST 
ASAP FOR INSTALLATION BY RESIDENT SEABEE BELGRADE. PLEASE ADVISE. 
LEHMANN 

CONFIDENTIAL 
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